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TAGS: ASEC 

SUB J : CCTV INSTALLATION 

1 . BEFORE CCTV CAMERAS CAN BE INSTALLED AT AMEMBASSY 
ANKARA, WE HAVE TO COMPLETE PRELIMINARY WORK. LOCAL 
COST OF CONDUIT PIPE TO HOUSE CCTV CABLE, FABRICATION 

OF THREE CAMERA MOUNTS WITH BASES AND MASONRY WORK IS 
ESTIMATED US $2,000. FABRICATION OF MOUNTS AND MASONRY 
WORK WILL BE PERFORMED UNDER SUPERVISION OF EMBASSY'S 
MAINTENANCE SUPERINTENDENT. 

2. IN VIEW OF LOCAL TERRORIST THREAT AND UNSETTLED 
SECURITY SITUATION, WE WANT TO PROCEED IMMEDIATELY ON THIS 
PROJECT AND REQUEST FUNDING AUTHORIZATION ASAP. 
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